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HJBLIC  HEALTH  OFFICERS*  OF  THE  AUTHORITY  S- 

(a)  Medical  Officer  of  Health  (Part  time) 

V/oIULc  McCarthy,  D«SaOo,  Ivl.C*,  MeD*, 
MoBoC  oP  o j DoPoIio 
B ar  ri  ster~at«I&w  « 

.123,  Victoria  Street, 

W e a tain  a t or,  S * W * 1 o 
(Victoria  54/0) 


(b)  Sanitary  Inspectors  (Part  tine) 

Mr*  AoHo  Webber, 

Surveyor5 a Office , 

2,  King5  3 Bench  Walk, 
Inner  Temple,  ErC*4« 
(Central  7211} 


Mr*  CcG*  Swanson, 

Su rvey or - s Of fie e , 

5,  Elm  C\:u.rt,  Tempi©,  EoC04o 
(Central  3577) 
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(a)  The  bub  “Treasurer*  and  Sanitary  Authority  for  the 

Inner  Temple: 

(b)  The  Under-Treas'.ir  A*  and  Sanitary  Authority  for  the 

hi ddl e Temp 1 e > 

GENTI  .EMEN  , 

I.  have  the  honour  o submit  herewith  the  Annual  Report 
on  the  sanitary  circumstances  and  sanitary  administration  relating 
to  the  Inner  and  Middle  Temples  for  the  year  1941. 

BIRTHS  AND  mA'ZVS . 


(a)  BIRTHS.  The  total  number  of  births  of  residents  of 

the  Tempi  era  during  the  year  was  one. 

No  stillbirths  were  registered, 

(b)  DEATHS.  Two  deaths  of  residents  occurred, all  without 

the  district.  The  causes  of  death  were 

Influenza  and  Road  Traffic  accident. 

INFECTIOUS  DISEASE. 

One  case  of  Scarlet  Fever  was  notified  to  me  as  having 
occurred  within- the  district  during  1941.  A number  of  infectious 
disease  contacts  were  supervised,  the  chambers  concerned  being 
t ho to ughl y d i s 1 nf  acted. 

The  general  health  of  the  district  is  good. 

SANITARY  CIRCUMSTANCES . 

Details  of  work  done  during  tne  year  have  been  supplied 
to  me  by  your  Sanitary  inspectors . Defective  sanitary  fittings 
1 are  been  promptly  repaired  and  new  fittings  of  approved  type 
installed  where  necessary.  Eight  pedestal  type  water  closets 
were  erected  in  the  Middle  Temple  and  seven  in  the  Inner*  Temple . 
Underground  drains  have  boon  renewed,  flushed  and  galleys  cleaned, 
as  found  necessary. 

The  drainage  system  generally  is  sound  but  there  are  still 
some  old  drains  tc  be  brought  up  to  date. 

Arrangements  for  removal  and  disposal  of  dust  and  refuse 
have  proved  adequate.  During  the  year  fourteen  new  sanitary 
dustbins  were  provided.  There  is  a-  daily  removal  of  refuse  in 
an  appropriate  dustcart.  Footways  and  roads  have  been  swept 
daily  and  the  roads  watered  during  hot  weather. 

Copies  of  this  report  are  being  transmitted  to  the 
Ministry  of  Health  in  accordance  with  statutory  requirements. 

a have  the  honour  to  be, Gentlemen, 
four  obedient  Servant, 


W.  Ho  L*  IlcOARTi-iY . 


Medical  Officer  of  Health, 
Honourable  Societies  of  the 
Inner  and  Middle  Temples. 


B7th.Au.Ly,  1910. 


